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PAGE 01 PARIS 03153 021640Z 
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ACTION EB-07 

INFO OCT-01 CIAE-00 COME-OO DODE-OO NRC-07 NSAE-00 TRSE-00 

EUR- 12 ERDA-07 ISO-OO /034W 

011410 

R 021637Z FEB 76 
FM AMEMBASSY PARIS 
TO SECSTATE WASHDC 7433 

UNCLAS PARIS 03153 

EXCON 

E.O. 11652: N/A 
TAGS: ESTCFRTBIO 

SUBJECT: HYDRO-ELECTRONIC MONITORING EQUIPMENT 

1 . EDO RECEIVED TELEPHONE CALL FROM OFFICE OF DR. 

BERCY, BIO-TELEMETRY GROUP, UNIVERSITY OF PARIS, 7, 

2 PLACE JUCCIEU, PARIS, REGARDING A DELAY IN THE 
SHIPMENT FROM U.S. OF A LOW FREQUENCY TUNABLE RECEIVER 
(MODEL LF 24), HYDROPHONES, AND MICROPHONES WHICH CAN 
BE INSERTED IN FISH. ORDER WAS PLACED WITH BAYSHORE 
SYSTEMS CORP., SPRINGFIELD, VIRGINIA 22151 (MR. 

KURRY, TEL. 703-321-9625), WHICH IS APPLYING FOR EXPORT 
LICENSE. EQUIPMENT IS TO BE USED TO MEASURE EFFECT OF 
WATER TEMPERATURE CHANGE ON FISH AROUND NUCLEAR POWER 
CENTER LOCATED AT MONTREAU. DR. BERCY'S OFFICE 
REQUESTED ASSISTANCE IN EXPEDITING EXPORT CONTROL 
LICENSING PROCEDURES. ORDER WAS PLACED ON NOVEMBER 14, 
1975. EDO AGREED TO FORWARD THEIR INTEREST IN 
EXPEDITING EXPORT APPROVAL TO USDOC. 
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Message Attributes 


Automatic Decaptioning: X 
Capture Date: 01 JAN 1994 
Channel Indicators: n/a 
Current Classification: UNCLASSIFIED 

Concepts: HYDROELECTRIC POWER PLANTS, STRATEGIC TRADE CONTROLS, MONITORING FACILITIES 

Control Number: n/a 
Copy: SINGLE 
Draft Date: 02 FEB 1976 
Decaption Date: 01 JAN 1960 
Decaption Note: 

Disposition Action: n/a 
Disposition Approved on Date: 

Disposition Authority: n/a 
Disposition Case Number: n/a 
Disposition Comment: 

Disposition Date: 01 JAN 1960 
Disposition Event: 

Disposition History: n/a 
Disposition Reason: 

Disposition Remarks: 

Document Number: 1976PARIS03153 

Document Source: CORE 

Document Unique ID: 00 

Drafter: n/a 

Enclosure: n/a 

Executive Order: N/A 

Errors: N/A 

Film Number: D760039-0388 
From: PARIS 

Handling Restrictions: n/a 
Image Path: 

ISecure: 1 

Legacy Key: Iink1976/newtext/t1 9760291 /aaaadchq.tel 

Line Count: 48 

Locator: TEXT ON-LINE, ON MICROFILM 
Office: ACTION EB 

Original Classification: UNCLASSIFIED 
Original Handling Restrictions: n/a 
Original Previous Classification: n/a 
Original Previous Handling Restrictions: n/a 
Page Count: 1 

Previous Channel Indicators: n/a 
Previous Classification: n/a 
Previous Handling Restrictions: n/a 
Reference: n/a 

Review Action: RELEASED, APPROVED 
Review Authority: ElyME 
Review Comment: n/a 
Review Content Flags: 

Review Date: 25 MAY 2004 
Review Event: 

Review Exemptions: n/a 

Review History: RELEASED <25 MAY 2004 by BrownAM>; APPROVED <10 DEC 2004 by ElyME> 

Review Markings: 

Margaret P. Grafeld 
Declassified/Released 
US Department of State 
EO Systematic Review 
04 MAY 2006 


Review Media Identifier: 

Review Referrals: n/a 
Review Release Date: n/a 
Review Release Event: n/a 
Review Transfer Date: 

Review Withdrawn Fields: n/a 
Secure: OPEN 
Status: NATIVE 

Subject: HYDRO-ELECTRONIC MONITORING EQUIPMENT 
TAGS: ESTC, TBIO, FR 
To: STATE 
Type: TE 
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